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mBMIOT VOS: Deputy for Materiel, (MA 

S8BJHCT : PomiblA Problea la 0-2R Pitch Trim S|«t«» 


SSRKSCl : O/M iMO XOEA~O570~6? dtd 4 Oct «7, 

Mm Mj 


1. the rtfnwead neneraadua noted that the U~2fi 
larlMBlii stabiliser which net* mi the pitch trie control 
surface is pewred bp a single hydraulic actuator and 
la the «ywt of aa angina failure, fl&aeout or a hydro 
failure, the tlUitjr to change the pitch trio netting Irea 
the failed petition mild he loot. 


». *& feces on the pos sible problsa. a meeting vae 

held an 3 October attends fty 


ant that both 


At the meeting the fact t i» 

had 


25X1 


Indepen d ent ly glaceuM the problem with Lockheed and had 
hose • near a a tint hated an the wind tunnel remit* and analysis, 
the pilot would have ne problem la controlling the pitch of 

the aircraft with the elevator . coincident ly .[ 

!A£ flight teat idiot, had rained the sane quotation prior to 
first flight. 


25X1 


25X1 A 


9. Agreeaent mm reached that it would be inappropriate 
lor Headquarters to dlroet lochhood t© Incorporate redundancy 
at the time vitheut the benefit of flight teet. In order to 
verify the results of the wind tunnel teat and the analysis, 
headquar ters elll mak* certain that, aa a part of the stability 
and control flight teats, LAC elll demonstrate the stick 
levees required to land while aimulatiag n runaway trio 
Co n diti o n resulting in a miian stabiliser tria aagle 
oppo s ing that required for laadiag. 
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Pa*» 2 


25X1 A 


an* (9 Got ®7) 


Oapr 1 - B/3/06A 

2 - BG/S4 

3 - B/Q /QtA 

4 - 1WU/0/06A 
3 - D/*fcD/QSA 

| . Ai>/pkn/rwiA 

7 - A*»/*»C/aiA(Cteron©) 
3 - SR/GSA 
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